OFFICE OF THE BOARD OF SELECTMEN 



TOWN OF ARLINGTON 
MASSACHUSETTS 02476-4908 


PUBLIC MEETING NOTICE 

There will be a meeting of the Audit Advisory Committee on Monday, February 8, 
2016 at 5:30 p.m. in the Lyon’s Hearing Room, 2 nd Floor, Town Hall. 


AGENDA 

Monday, February 8, 2016 
5:30 p.m. 


1 . 


Review of FY15 Town Audit 


